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-and 1 cc. ampoules of a sterile 1% solution. 


Mp tine foe 


When acute hypotension threatens a patient’s life, you 
want a powerful vasoconstrictor and vasopressor that works 
swiftly —exerts its effect over a long period of time. Such 
an agent is 


One Per Cent Sterile Solution of 


NEO-SYNEPHRIN HYDROCHLORIDE 


(laevo-alpha-hydroxy-beta-methyl-amino-3 hydroxy ethylbenzene hydrochloride) 


Neo-Synephrin Hydrochloride usually does not 
—increase the irritability of the heart, i.e., produce 
extrasystoles or other arrhythmias 
—increase heart rate 
—lose its effectiveness after repeated administration 
—produce nervousness, apprehension, cold perspira- 
tion, etc. 


Supplied in rubber-capped vials containing 5 cc. 


ACCEPTED 


MERICA, 
MEDICAL 
ASSN. 


Write for literature and bibliography. 
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Special Packing Materials 
minimize the possibility of 
Gas Leakage. 


Special Seating Materials 
make possible an _ Easier 
Operating and More Efficient 
Valve. 


Precision machining of super- 

ior metals in working parts of 

the Puritan Valve insures de- 
pendability. 

years of constant 

endeavor a highly 
perfected cylinder 

valve has been developed — Puritan’s Research 
Laboratories are always at work to offer a 
greater service to the Profession. This is another 


reason we believe we have the right to say... 


PURITAN COMPRESSED GAS CORP. 


‘Puritan Maid’’ Anesthetic and Resuscitating Gases and Gas Therapy Equipment 
BALTIMORE BOSTON CINCINNATI ST.PAUL DETROIT CHICAGO ST.LOUIS KANSAS CITY NEW YORK 


Send for Free IIlus- 
trated Booklet “Puritan 


PURITAN DEALERS IN MOST PRINCIPAL CITIES 
Gas Therapy Equipment” 
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“GOOD MORNING’ 


AN Para-Psyllium 


Give them a pleasant mechanical laxative when one is indi- 
cated... A laxative pleasant to take...Pleasant in action. 
Give them Abbott’s Para-Psyllium! It is an emulsion 
containing 80% heavy mineral oil—similar products 
contain only 34 to 65%—yet Para-Psyllium has no 
oily taste. Para-Psyllium has a pleasant, delicate flavor; 
mixes readily with water or milk; has no caloric value; 
and produces a soft, formed stool. Important is the fact 
that the oil in Para-Psyllium is so finely divided that 
embarrassing oil “leakage” seldom occurs. In addition to 
plain Para-Psyllium, the product is also available with 
phenolphthalein, 3g grain per half-ounce. Both forms of 
the product are supplied in 16-ounce, wide-mouth bottles. 
For special hospital purchasing arrangement on this 
product, either see your Abbott representative or write 
to the ABBoTT LaBoraTORIES, North Chicago, Illinois. 
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*“What’s the use of be- 
ing so careful in your 
scrubbing up when the 
sterilizer is an open 
door for infections 
unless a Diacy Contet is 
used!” 


A. W. Diack 


5719 Woodward Ave. 
Detroit, Mich. 
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PROMETHEUS builds 
dependable, accurate 
PRESSURE. STERILIZERS 


Gas, Steam and Electric 


e Prometheus has 40 years of experience in 
building modern, efficient hospital sterilizers. 
Investigate these important Prometheus fea- 
tures before you buy any sterilizer: 

ACCURATE STERILIZING TECHNIQUE— 
assured by automatic devices. 

ABSOLUTE SANIPATION. Every possible 
safeguard prevents pollution anywhere along 
the line. Air breaks are supplied on both water 
and waste lines to guard against refertilization 
of contents. 

AUTOMATIC CONTROLS— insure greatest 


safety, efficiency and economy. 
WRITE FOR COMPLETE LITERATURE 


PROMETHEUS ELECTRIC CORP. 
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“Gentlemen. 
this is no Humbug!?”’ 


Even fiction holds no more dramatic episode than the 
first public demonstration of surgery with ether in 
the Massachusetts General Hospital on October 16, 
1846. Turning to the hitherto incredulous audience, 
the surgeon pointed to the quiet, anesthetized patient 
and proclaimed, “Gentlemen, this is no humbug!” 

Since the advent of ether anesthesia the research 
chemists of the Mallinckrodt Chemical Works have 
been engaged through the years in painstaking study 
of the methods for purification and preservation of 
anesthetic ether. No effort, time, or expense is spared 
in making an ether of unquestioned purity. Tests for 
quality are as exacting as those undergone by the finest 
analytical reagents. A tribute to its dependability lies 
in the fact that millions of operations today see the 
successful use of ... 


MALLINCKRODT ETHER FOR ANESTHESIA 
Supplied in % lb. 4 Ib. and 1 Ib. cans 


af MALLINCKRODT CHEMICAL WORKS 


NEW YORK e ST. LOUIS MONTREAL 
PHILADELPHIA e CHICAGO e TORONTO 
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Northwest Institute of 
Medical Technology, Inc. 


Its Aims and Purposes 
(No. 87 of a series) 


The Northwest Institute is entering into its 
twenty-third year of training clinical and 
x-ray laboratory technicians, the oldest 
school in the entire United States that is 
devoted wholly to the teaching of these 
subjects. 


Undoubtedly there is a greater number of 
Northwest graduates employed throughout 
the world than there are from any other 
school engaged in this branch of learning. 
This result could not have been achieved 
nor would the demand for Northwest 
trained technicians steadily increase to a 
point where we are often unable to comply 
with all such requests, if our graduates were 
not so thoroughly trained in the exacting 
requirements of this profession. 


An interesting booklet 
outlining our courses 
will be gladly mailed 
upon request. 
3419 E. Lake St., 
Minneapolis, Minn. 


Foods styled to the particular needs 
of Hotels, Restaurants and Institu- 
tions. Patterned to merit public 
favor, and to be served with profit. 


John Sexton & Co.-Chicago-Brooklyn 


SEXTON 


YOHOW, Qo 
NOISELESS 


Vacuum Cleaning 
Now possible 
with the 


TORNADO 


Noiseless 
Vacuum 


Cleaner 
Clean when convenient without disturbing patients. Does 
fast thorough job on hardwood floors, tile, linoleums, 
bedding, etc. Picks up water, too. Tools for cleaning 


Will outlast any ordinary cleaner 
and costs less to operate. 


3 LOW-PRICED Models 
to choose from 


Write for Details and 
- FREE TRIAL OFFER 


BREUER ELECTRIC MFG. CO. 
5084 N. Ravenswood Ave., Chicago, Ill. 


How to Get Rid of 
Roaches, Waterhugs 


and Silverfish 


With the utmost sim- 
plicity and absolute ef- 
fectiveness, you can kill 
troublesome roaches, 
waterbugs and silverfish 
definitely keep 
them under control. All 
you need do is to use 
Gator Roach Hives. 
These open end tubes 
contain a bait that in- 
sects relish. One bite 
positively kills them. 
Gator Roach Hives con- 
tain enough bait to give 
months of service. They 
are odorless, clean and 
no trouble at all to use. 


DESOTO CHEMICAL CO., 


The bait cannot be 
traced out to soil any- 
thing in your building. 
Used by leading hotels, 
hospitals, and public 
and private institutions 
throughout the U. S. 
and exported to 23 for- 
eign countries. Sold on 
a positive money back 
guarantee. Packages 


carry Good Housekeep- 


ing and Parents Guar- 
antee and Approval 
Seals. Send for a Trial 
Package of 36 Hives— 
$2.80 postpaid. 


ARCADIA, FLA. 
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Conserving Rubber 


* HERE’S THE WAY TO AVOID 
SHORTAGES BY MAKING YOUR 
RUBBER GOODS LAST LONGER 


Hundreds of hospitals now use this safe, economical way to double 
the service of their rubber goods. It’s the sensible thing to do. 


. . . . ORDER FROM 
YOUR SUPPLY HOUSE 
E-Z PATCHES for repairing = 


punctures and tears in 


Safely PATCHES 


pairing punctures and 


tears in Latex gloves and FOR ALL RUBBER GOODS 


sundries. 
100 patches $1.00 *Request FREE test samples 


ZATEX PATCHES for re- 


sheeting, 
cae AKRON, OHIO 


AMERICAN HOSPITAL ASS‘N. 


When you come down for the Convention, there's a delightful week awaiting you at The Chelsea— 
Atlantic City’s distinguished beachfront hotel, located only five short blocks from the Municipal 
Auditorium. Dance in-the Grill. Dine superbly in our beautiful room at the ocean’s edge. Relax 
to concert music. Or visit our magnificent new Terrace Bar, where choice wines and liquors are 
always available. You'll also find outside, ocean-view rooms, Sundecks, Game Room, Sports, 


Entertainment, and good company. 


DAILY RATES—EUROPEAN PLAN 
SINGLE ROOM WITH PRIVATE BATH 
$3.00, $4.00, $5.00 


DOUBLE ROOM WITH PRIVATE BATH 
$5.00, $6.00, $7.00, $8.00 


ON THE BOARDWALK at MORRIS AVE. 


HOTEL CHELSEA 


© CHRISTIAN MAYERS - JULIAN A. 
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PRESCRIBE INTRAVENOUS SOLUTIONS IN 


CUTTER 


PROVEN SAFE BY ALL-EMBRACING TESTS 
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[> Friendly Hospital Gournal 


Distributed monthly to every hospital, sanatorium, and 
allied institution in the United States and dependencies 


HOSPITALICS 


Fitting memorial to Ignace Jan Paderewski, 
musician, patriot, statesman, will be a hos- 
pital forming the nucleus of a Polish medical 
center at Edinburgh. The medical faculty has 
already been operative since March 22, and 
lectures are held daily, at Edinburgh uni- 
versity. 

There are some 300 Polish physicians and 
surgeons now in Scotland, and this memorial 
to one of Poland’s Greatest will be open to 
his country’s refugees, or in event of emerg- 
ency, to the British public. 


Two hundred objets d’art from the 
much-publicized collection of William 
Randolph Hearst were recently raffled 
off at private auction in the name of 
charity. Beneficiary: New York Infir- 
mary for Women and Children. 


Part of Germany’s military efficiency is 
said to rest on the care with which each 
officer is selected for his respective post. 
A psychology test lasting about 27 hours 
eliminates the possibility of placing “square 
pegs in round holes,” presumably deter- 
mining general intelligence, will power, 
ability to command, expressive movements 
and total personality. 

e e 

The apparently uncanny faculty of the 

blind to avoid obstacles in their path has 


baffled observers for centuries. Now Cor- 
nell psychologists have decided it isn’t a 
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mysterious sixth sense at all—merely the 
faculty of hearing. 

In several series of 50 trials, both blind- 
folded and the blinded subjects obtained 
perfect scores in avoiding a wall. The fac- 
ulty was not so marked when they walked 
on a carpet without their shoes. 


The resident staff of an English hospital 
in London’s east side recently presented 
the valiant captain of a bomb disposal 
squad with a stethescope. He uses the in- 
strument to listen to the ticking of delayed 
action bombs before removing them—and 
borrowed theirs so often, they wanted him 
to own one in his own right. 


Ever consider the ego-tickling aspects of the 
case history? A Chicago columnist comments 
in print on the courtesies accorded him during 
a short overhauling at a local hospital. And 
records as highly gratifying—and worth the 
cover charge—“one pleasant afternoon with 
a sympathetic intern, resulting in a report oc- 
cupying 14 pages in long hand.” 

e 


Atlantic City, next month’s convention des- 
tination, was once a favorite stamping-ground 
of Diamond Jim Brady. The fabulous Jim 
gave away jewels with a lavish hand, and 
among other extravagances, bought that gold 
bicycle for the fair and famous Lillian. But 
he evidently had his pet economies, too. The 
favorite pusher who trundled his tremendous 
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bulk up and down the boardwalk in a rolling 
chair was never tipped more than a quarter, 
no matter how long he had him out. 


Every school teacher has a well-rounded 
collection of juvenile wisecracks gleaned 
in the course of her teaching career. A 
New York pedagogue recently compiled 
hers. 

Besides commenting on George Wash- 
ington as “a clean white president; I like 
his short pants and his healthy legs,” a 
Young Hopeful philosophized that “Doc- 
tors are good men. When we're sick they 
visit us all over from our heads to our 


feet.” 
e 


We can’t vouch for it, don’t quote us, but 
Canadian Doctor tells, as gospel truth, a 
story about an Alabama reporter who, 
setting out to investigate the antiquity of 
doctors’ waiting room literature, found a 


National Geographic dated February, 1916. 
e e 


In foretelling the length of the individual's 
life span, the scientists may be able to prog- 
nosticate by the white cell count. Dr. Carl 
Reich, of Lenox Hill hospital, and Dr. W. F. 
Dunning, of Columbia university, suggest that 
in strains of rats, at least, those with low aver- 
age white counts had shorter lives, whereas 
rodents whose blood consistently showed a 
higher count, lived longer. Part of the ex- 
planation, of course, seems to lie in the white 
cells’ function with reference to disease germs. 


A husky little Amazon in Chicago has 
made a record for herself. Aged eleven 
days, she was the youngest victim of 
rat-bite fever on record, doctors believe. 


A druggist in Hillsville, Virginia, has a 
one-room house which is peculiarly well 
adapted to one of his profession. It’s built 
of bottles—big bottles, little bottles. Having 
access to his own stock in trade, it required 
only 18 months to assemble this unique “lum- 
ber,” reports “Tile and Till.” 
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Unique contribution to New York | 


City’s aluminum drive was Jascha Hei- 
fetz? famous practice violin which he 
customarily used in climates where a 
wooden instrument would have been 
warped and cracked by the atmosphere. 
Instead of putting it with the scrap heap, 
they decided to auction it off. 


Misery loves company, so the Cleveland re- 
lief client who made the rounds of hospital 
waiting rooms, biting his nails and “bum- 
ming” cigarettes from distraught prospective 
fathers had a good thing of it. After three or 
four hospital stops, this phony parent had 
customarily netted enough cigarettes for his 
weekly supply—until social workers caught 
up with him. 


e e 
Some unique function for the x-ray 
breaks into print with regularity. The 


latest is its use for estimating the strength 
of cotton fibers, as developed in the U. S. 


Department of Agriculture laboratories. 


The celebrated Dionne quints received 
stacks of presents when they celebrated 
their seventh birthday, on May 28, and 
reciprocated in kind, presenting an 
ambulance to the Canadian Red Cross. 


A crippled student in a branch of Chi- 
cago’s Tuley high school gives object lesson 
in “How To Take It With A Smile”: A 
victim of infantile paralysis, and completely 
without the use of his arms, he has won 
a scholarship to the Art Institute. He 
guides the brush with his mouth. 


Besides low oxygen content in the air, 
the temperature, the ventilation and the 
motor hum, it’s boredom that makes high 
flying pilots have accidents, the army and 
navy found. The National Research Coun- 
cil is experimenting to see if drugs will 
alleviate the effects of flyers’ ennui, et al. 
Symptoms are similar to intoxication. 
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(SEE FRONT COVER) 


IRGINIA delegate you may see on the boardwalk at Atlantic City, next month, 

is Dr. Arthur H. Perkins. His friendly greeting will be sans Southern accent, 
though. For he’s a New Englander, this head of the Virginia Hospital association— 
born in Boston (1897), graduated from Harvard (A.B. 1920). And a brief survey of 
the family tree shows New Englanders on all the branches, too. On the distaff side, 
’way back, is the brother of President John Adams, whose home was Quincy, Mass., 
you remember. And Colonial Salem had a Perkins for one of its first settlers. 


Dr. Perkins is a Southerner by adoption, though—has been a prominent figure in 
Virginia hospital affairs ever since 1936, when, a stranger to spoonbread, he came to 
Norfolk General hospital as its medical director and supt. He has been steadily in the 
service of the state association since 1938—-served her capably first as trustee, then as 
vice-president, before taking over the presidency this current year. And by the way, 
his present professional address is Riverside hospital, Newport News, Va. 


To the field of hospital literature, Dr. Perkins has contributed articles on a variety 
of different subjects. His is a background rich in both medical and administrative 
experience, and he possesses a happy facility with the pen. 


| He was graduated from Jefferson Medical College of Philadelphia—you'll find his 

photograph, to be exact, in the yearbook of 1923—a promising young student on the 
| brink of an M.D. Sheepskin acquired, he entered gynecologic and obstetric service 
| of Boston City hospital, remained there for two years. Followed a period in which 
he kept right busy at Lynn (Mass.) hospital, in the triple role of pathologist, pharmacist 
and purchasing agent. Desiring some further grounding in practical medical experi- 
ence, he left this post to enter private practice back in Boston. His first experience 
as hospital administrator was as assistant to the executive at Waterbury (Conn.) 
hospital, where he remained from 1928 to 1936. 


Dr. Perkins was a program headliner at the 1939 Southern Institute for Hospital 
Administrators at Duke university,—conducted an interesting seminar on “Plant 
Rehabilitation.” Another recent appearance on the lecture platform was at the annual 
convention of the Virginia State Dietetics association. 


In 1929, the Perkins name was added to the A.H.A. roster of active personal 
members. He has served in the House of Delegates. Among professional affiliations 
are the Massachusetts Medical society and the Peninsular Academy of Medicine. He’s 
a loyal supporter of the Harvard Club of Virginia—rallies ’round to all the meetings, 
and locally, attends the Rotary club and the First Congregational Christian church. 
Much of this you'll find in the directory of the A.C. of H.A., where he’s had member- 
ship listing since 1937. 


Dr. Perkins is married, has two daughters. That farm in the Green Mountains 
of Vermont he lists as an avocation which probably will some day be a vocation. 
He prides himself on a herd of pure bred Guernsey cattle, and rides horseback and 
climbs mountains when he’s pleasure-bent. 
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A close-up view of the beach 
and that famous skyline, one 
of America’s famous architec- 
tural spectacles. 


‘ew path of progress in matters hospital 

leads straight to the Atlantic seaboard 
next month. Hospitals under War and De- 
fense Conditions—a convention theme of 
such scope and timeliness fittingly requires, 
for its presentation, the world’s largest con- 
vention hall! (Its seating capacity: 41,000). 
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The complexities of hospital management 
in this era of preparedness and priorities 
makes it obligatory for every hospital to keep 
in close touch with the current developments. 
The committee has planned the Atlantic City 
sessions to fulfill this specific function for you, 
and the 315 booths of technical exhibits, 67 
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scientific and educational displays, 21 sec- 
tional meetings and a series of panel discus- 
sions and round tables help to round out the 
picture from all its separate angles. 

Hospitals delineates another reason why 
this convention will be a “stander-outer” in 
the annals of the association. The president’s 
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Wo ? 


session, with appropriate ceremony, will cele- 
brate the cancelling of the bonds. Yes, the 
group is to be congratulated upon redeeming 
its bonded indebtedness a good six years be- 
fore maturity date, and the association prop- 
erty is now its own—‘a symbol of hospital 
advancement, the contribution of all our hos- 
pitals to the service of humankind.” This same 
session will confer the annual award of merit 
upon Dr. Frederic A. Washburn, director 
emeritus of Massachusetts General hospital. 

This year’s meeting is also marked as the 
first joint convocation of the House of Dele- 
gates and the Assembly since the new by-laws 
have been adopted, and Monday afternoon’s 
session will be devoted to their combined con- 
sideration to maiters of such significance as 
the preparedness program in all its ramifica- 
tions, and hospital construction and financing 
through government aid. From any point of 
view, what hospital can afford to be without 
at least one representative to “sit in” at this 
session? 

Six times before, A.H.A. conventioneers 
have met in this city-by-the-sea. With its well- 
known vacation attractions and its well- 
planned dexterity in handling convention 
crowds, Atlantic City offers civic features con- 
tributing to the success of a convention that 
are hard to duplicate. 

This island city, as you know, is just an 
overnight ride for more than 50% of the 
entire population; it has seven miles of sea- 
shore attractions like the deck of a gigantic 
steamer; produces 11% more sunshine than 
the average for the rest of the U. S. (just give 
the chamber of commerce a chance to tell you 
about it); and September offers top o’ the 
season weather—so, see you on the boardwalk! 
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The $125,000 laboratory provides separate units for individual research projects. 


Research Laboratory: Abbott 
Gift to Evanston Hospital 


yas new addition to Evanston (Ill.) hos- 
pital represents another gift to medical 
research from the trustees of the Clara A. 
Abbott estate. Building and $12,000 worth of 
equipment were made possible by a $125,000 
foundation grant. Laboratory technicians 
moved in, vial and test tube, last month. 
They occupy quarters providing a “set-up” 
admirably planned for its purpose, with an 
accredited school for training medical tech- 
nologists, an amphitheater seating 100 per- 
sons, special laboratories for members of the 


staff to work on their individual research 
problems, and an air-conditioned suite for 
research animals. 

Ambulatory patients are received in a first 
floor section equipped for making electro- 
cardiograms, basal metabolism and routine 
blood tests. There are also clinical labora- 
tories on this floor. The small individual 
units for the staff are on the second floor, 
while the third houses laboratories for the 
departments of pediatrics, obstetrics and 
gynecology. 

The laboratory staff of 14 includes nine 
regular technicians. Director: Dr. E. L. Ben- 
jamin, pathologist. 


The Recent Case for the Insulin 
Manufacturers 


In a recent price control investigation, the 
government saw fit to take action against com- 
panies that manufacture insulin. As is well 
known, the manufacture and distribution have 
been under close supervision of the University 
of Toronto Insulin Committee. 

In our opinion, there was no need for gov- 
ernment action in the matter, because the price 
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of insulin has declined from $2.40 in 1925 to 
$.57 per 10-cc., 40-unit vial, in spite of the 
fact that the cost of glands has gone. up. This 
looks as though the companies were getting 
together to improve the product and reduce 
the price. 

The companies concerned in this case were: 
E. R. Squibb and Sons, Sharp & Dohme and 
Eli Lilly and Company. To the government’s 
suit, they issued a plea of nolo contendere. 
Very obviously, they wished to avoid the ex- 
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pense of fighting this case in court—an ex- 
pense which would have amounted to a huge 
sum and undoubtedly would have had to be 
added to the price of the product. 

The court settled the matter by imposing a 
small fine, ending the prosecution by Thurman 
Arnold’s department. We believe this suit 
shows that the companies have always acted 
in the best interests of the buying public, and 
it surely serves to demonstrate the fact that 
they are continually conducting research with 
the idea of improving the product and reduc- 
ing its cost. 
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How to Secure Federal Aid 
For Nursing Schools 


Wwitk Congressional approval given 

July 1 to federal aid for nursing edu- 
cation, much interest naturally attaches to 
the requirements. 

Hospitals, schools of nursing and other 
educational institutions who want to apply 
this aid to increase enrollment in basic nurs- 
ing programs must meet these conditions 
or plan to do so: 


(A) Be connected with a hospital approved 
by the A.M.A. and A.C. of S., the institution 
having a daily average of at least 100 pa- 
tients. 

(B) Provide adequate clinical experience 
in medical, surgical, pediatric and obstetrical 
nursing, one or more of which may be ob- 
tained by affiliation. 

(C) Submit an estimated budget for the 
nursing school for the past year. 

Those schools desiring federal aid to pres- 
ent refresher courses must have a nurse 
instructor responsible for the program, and 
facilities for an educational experience in 
basic clinical fields. 

In presenting postgraduate training, it 
is necessary that programs in supervision, 
teaching and administration in nursing 
schools, nursing services and public health 
nursing be administered by an educational 
institution with well established programs of 
study in nursing education for graduate 
nurses. 

Courses for graduate nurses in clinical and 


‘ technical fields related to nursing, such as 
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anesthesia, orthopedics, obstetrics, psychiatry 
and midwifery, must be administered by in- 
stitutions or agencies which can provide ade- 
quate clinical and other facilities in the 
specialty and a sufficient number of qualified 
instructors and supervisors. 


Detroit’s New Center for 
Brain Surgery 

With the cooperation of 17 hospitals in the 
Detroit metropolitan area, a new center for 
the study of brain disease has been estab- 
lished at Wayne U. college of medicine. 

Its facilities will be available to physicians 
and other scientists without charge, the serv- 
ices to include storage of tissue specimens 
for examination and study, reports and sta- 
tistics on examined cases, teaching and dem- 
onstration facilities, publications and neuro- 
pathologic research. 

The center is under the auspices of the 
university department of pathology. 

ee 


Charity Still Slumps 

And still charity declines. Publicly an- 
nounced gifts and bequests in seven large 
cities of the U.S. during the first six months 
of 1941 totaled $43,051,198, a dwindling of 
$2,876,259 from the same period in the pre- 
vious year. 

Contributions to education headed the list, 
with the sum of $12,826,356. Organized relief 
came next, then health, with a total of $3,508,- 
727. Foreign relief amounted to $2,808,102. 


Harvard Unit Nurses on 
Torpedoed Maasdam 

Survivors of a wartime sea tragedy, a group 
of American Red Cross nurses lived to tell the 
tale and have a heroine’s reception last month 
at Buckingham Palace. 

On their way to England to study epidemics 
in wartime with the Harvard hospital unit, 
their transport Maasdam was _ torpedoed. 
Newspaper accounts are somewhat garbled, 
but we understand all the nurses were saved 
by other vessels. They numbered 17 of a 
total of 62 being sent abroad for this research 
project. 
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A splendid picture of the U.S.S. “Relief,” famous floating American hospital, which has 


370-patient capacity. 


—Photo, courtesy A. W. Diack 


SUME NEWS FROM THE NAVY 


To keep as many men at as many guns as 
many days as possible. 


_ navy’s hospital corps as it is known 
today is a mere fledgling, but it had its 
long line of forerunners. There were ship’s 
surgeons in the days of the Revolution; and 
“loblolly boys” to keep the sickbay clean and 
prevent the stealing of the surgeon’s supplies— 
they received the official stamp on their pic- 
turesque title during the War of 1812. 

The navy itself, you know, is older than 
the U. S. government, being established by the 
Continental Congress in 1775 before the 
Declaration was officially “John Hancocked.” 

So—marine medical history is a fascinating 
chapter . . . but what we really started out 
to tell was some of the naval hospital news 
current on the bulletin board. 

For one thing, Rear Admiral Ross T. Mc- 
Intire, Surgeon General of the Navy, in one of 
the July issues of the A.M.A. Journal, says 
more medicos are needed to carry on that 
slogan of the naval medical corps mentioned 
above. When the present emergency came on, 
there were about 875 regular medical officers 
on active duty. But medical officer strength 
of 2,000, he estimates, will be needed to care 
for increased naval personnel in prospect. 

Paramount in construction interest is the 
new $4,850,000 home of the navy’s medical 
center, occupying more than 200 acres in 


Bethesda, Maryland, and replacing facilities 
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in Washington long considered inadequate. 
The initial unit is nearing completion—was 
at the stage you see in the full page photo- 
graph opposite, on June 1. 

This first-completed building, forming the 
main building’s central tower, is 16 stories 
high and houses administrative, surgical, 
x-ray and physical therapy facilities; provides 
also sick officers’ quarters and a medical 
library of 22,000 volumes. Included among 
other facilities, when completed, will be medi- 
cal and dental schools, 33-bed wards with room 
for 100 patients to a wing, a building for 
50 nurses, barracks for 250 navy hospital 
corpsmen, and quarters for 35 medical officers 
and six dental officers on the staff. 

You've probably read, too, of the three new 
naval hospitals which were scheduled to open 
in July: a 420-bed hospital at Corpus Christi, 
Tex., for the new naval air station; a 400-bed 
hospital at Jacksonville, Fla., for a like pur- 
pose; 130-bed institution at Quantico, Va. 

Newspapers of July 24 said the Navy had 
just leased 16 acres of land in Bermuda for a 
200-bed installation to provide permanent 
medical headquarters for that region. 

The U.S.S. Solace, first hospital ship added 
to the Navy since the world’s war, was com- 
missioned in Brooklyn, Aug. 9. 


At the At the right F peo see the first unit of the new $4,850,000 
naval medical center, as it nears completion at Bethesda, 
Maryland. The entire project, when completed, will have 
a normal capacity of beds, so arranged that in a 
accommodations could be extended 
to 
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ORGANIZATION OF A HEALTH SERVICE 


IN THE HOSPITAL’ 


By RAY AMBERG 
Supt. of Minnesota General Hospital, Minneapolis 


What about our employees? Does In- 
dustry actually show more interest in 
their health than we do—are hospital 
workers like the “shoemaker’s chil- 
dren,” as we sometimes hear? One 
thing’s sure—a sound health program 
deserves any institution’s full support, 
says Mr. Amberg, outlining his hospital’s 
problems and policies. 


OSPITALS have been accused of exhibit- 
ing less interest in the health of their 
employees than industry has. In industry, 
especially, adoption of more and more exten- 
sive plans has taken place, and in ever-increas- 
ing numbers. The economic value of such 
plans has been shown—both from the stand- 
point of the employer and the employee. 

Hospitals, especially, appear to have been 
rather short-sighted in this-respect. Too often, 
even today, care of employees consists in the 
off-hand advice or prescription by one of the 
more approachable staff members. No record 
is kept of such advice or prescription. Medica- 
tions are frequently dispensed from the floor 
stock, and x-ray and laboratory reports, if any, 
wander all over the hospital and if not dis- 
carded eventually, reach some _ inaccessible 
cubby hole in the hospital record room. 

The hospital must recognize a definite re- 
sponsibility to its patients in that they will not 
be subjected to the additional hazard of acute 
infections passed to them by an infected em- 
ployee during the patient’s stay in the hospital. 

Too, hospital administration is responsible 
for alleviating, insofar as possible, conditions 
which render certain hospital occupations haz- 

-ardous. Proper rest periods, sufficient and bal- 
anced diet, adequate isolation of diseases of a 
communicable nature, with enforcement of 


*Delivered at the 1941 Tri-State Assembly. 
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isolation technic and precaution are a few of 
the factors which influence the health of hos- 
pital personnel. 

An employee in industry, business or any 
other work owes the administration his best 
full-time effort. In order to carry out his work 
efficiently, he must be in good health. The 
hospital employee must be physically able to 
take periods of.stress in his stride. 

To better safeguard the employees of our 
hospital, the following rules have been estab- 
lished: : 

1. Each employee must have a complete 
physical examination when he or she becomes 
a member of the permanent staff, and must be 
rechecked annually or more frequently in cer- 
tain cases. 

2. Each employee leaving duty because of 
illness must be seen by a physician, and must 
be seen again before returning to duty. A 
signed statement that the individual is sufh- 
ciently recovered to resume his duties is issued 
by the physician. 

3. All employees are urged to secure group 
hospital insurance. If eligible, and the em- 
ployee does not secure such insurance, he must 
assume responsibility for hospitalization costs. 

4. The physician who cares for the em- 
ployee may, if he wishes, charge a fee com- 
mensurate with the patient’s salary. 

5. Free choice of physicians is allowed 
employees. 

6. All injuries acquired in line of duty are 
referred immediately to a physician for atten- 
tion. Departmental heads must file at once a 
“first report of injury.” In such cases, hos- 
pitalization charges, laboratory and x-ray fees, 
and physicians’ fees, are usually remitted. 

7. Hospitalization is prescribed at the dis- 
cretion of the attending physician, but is man- 
datory in certain cases. All nurses and interns 
unable to continue duty or unable to secure 
care at home must be hospitalized. 


HOSPITAL TOPICS AND BUYER 


| 
| 
| 
| 
| 


| 
| 

| 
| 

| 
| 

| 

| 

| 

| 

| 

| 

H 

i 

4 | 
q 
| 
7 


8. Employees with upper respiratory infec- 
tions are not permitted in the operating or 
delivery rooms or nursery. This applies also 
to medical students and student nurses. 

9. Each employee must have been vacci- 
nated within five years. 

10. Each employee must have a Mantoux 
test and a chest x-ray if the test is positive. 
Original chest x-rays are charged for at the 
rate of $1.30. Subsequent x-rays are done 
without charge. 

11. Schick tests for diphtheria and Dick 
tests for scarlet fever are done routinely. 

12. Employees who are eligible financially 
may be referred to the outpatient department 
for care of illnesses or defects. 

13. Employees are urged to consult their 
family physicians for all illnesses not rising 
out of conditions of employment. 

14. The entire health program is an ad- 
ministrative responsibility which has been 
delegated to the physician in charge of such 
work. 

The employee’s examination consists of a 
short family history, personal history, past 
medical history, and a resume of past immuni- 
zations and tests. The physical examination 
itself is comprehensive and defects are evalu- 
ated in accordance with the duties required of 
the applicant. 


The Routine Tests 

As previously stated, smallpox vaccination, 
Mantoux test, Schick and Dick tests are done 
routinely. Laboratory examinations which are 
routine are: urinalysis, hemoglobin determi- 
nation, white blood count and Wassermann 
test. All employees forty years of age or over 
have an electrocardiogram. Positive tuberculin 
reactors must have a chest x-ray. In addition 
to the above, food handlers have a Widal test 
and nose and throat cultures. At recheck ex- 
amination, defects noted on initial examina- 
tions are carefully checked. Heart and blood 
pressures are especially checked and another 
chest x-ray is made. 

All employees working on the tuberculosis 
service must have a positive tuberculin test 
and chest x-rays that show no change for at 
least one year. Service on this station is re- 
stricted to six months in any one year. The 
employee is checked by x-ray and fluoroscopic 
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examination at the beginning and termination 
of such service. Careful isolation technic is 
observed on this station. 

- Any business employing a large personnel 
has difficulties with two types of individuals. 
First, those who go off or do not report for 
duty because of “illness” which is frequently 
imaginary. The other is the type to whom it 
is a cardinal sin to be ill, and who will not go 
off duty nor tell his supervisor he is ill until 
he is found to be so by his superior, or 
until exhausted by his illness. We believe we 
have met both problems by requiring all em- 
ployees to report to the physican before going 
off duty and presenting to supervisor a signed 
statement from the physician when they are 
able to resume their duties. 


Hospitalization Deducted From Salary 


Payment of hospitalization premiums is 
made by semi-monthly deductions from salary. 
Such insurance takes care of most of the usual 
illnesses except for the physician’s fee. 

The amount of this fee is left to his discre- 
tion, and every effort is made so it is com- 
mensurate with the patient’s salary. This 
charge is only for the purpose of bringing to 
the attention of the employee that a servicc 
has been rendered him for which he is ex- 
pected to make token payment. I may add 
that in the usual case, no fee is charged. 
Should the employee not yet eligible for hos- 
pital insurance require hospitalization, the 
decision as to whether or not he will be re- 
quired to pay for his hospitalization is deter- 
mined by individual circumstances by the 
administration. 

Should an employee be injured in line of 
duty or become ill due to special hazards of 
his particular job, all care is supplied at the 
expense of the hospital. 


Banned: Employes With Colds 


In certain cases, even for minor illnesses, 
hospitalization is mandatory. The nursing and 
intern staff are quartered in dormitories and 
sections of the hospital in which care is diffi- 
cult and sometimes impossible to provide. In 
addition, quarters are somewhat crowded, and 
frequent and close contacts between those ill 
and the well members of the group are un- 
avoidable; so the general rule has been estab- 
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lished that those who cannot be cared for in 
their homes for minor illnesses must be hos- 
pitalized. The most frequent cause of such 
hospitalization is upper respiratory infection. 

In many cases, the employee prefers to have 
his family physician attend him. Should this 
physician be a member of the staff, this may 
be done. If the physician the employee selects 
is not a member of our staff, hospitalization 
may be secured at the hospital on which the 
physician has a staff appointment. Employee 
Group Hospitalization will cover the patient 
in any hospital included in the Physicians’ 
Record Company’s' list of American and Can- 
adian hospitals. Every effort is made to main- 
tain free choice of physician. 


Some Further Check-Ups 


Successful vaccination within five years, or 
revaccination is required of all employees. 
Routine Wassermann tests are done and exam- 
inations made for gonorrhea at the time of 
employment, and at the time of recheck ex- 
aminations. It is futile, however, to attempt 
to control gonococcal infections completely, 
as an army routine, objectionable from many 
viewpoints, would be the only adequate 
method. Efforts are made to have employees 
report infections so that treatment may be 
instituted at once by qualified men. 

In attempting to prevent infection of per- 
sonnel and patients with tuberculosis, each 
employee must have a tuberculin test. Should 
he refuse, he must have a chest x-ray for 
which he must pay. Should he have had a 
previously positive test, or the current test be 
positive, he must have a chest x-ray. The 
employee must pay cost for his original x-ray, 
but subsequent ones are done at hospital ex- 
pense. Student nurses and medical students 
are similarly checked. 


Helpful Information in Epidemics 
Routine Schick tests for diphtheria and 

Dick tests for scarlet fever are done to enable 

us to know each employee’s status in case of 


an epidemic or threatened epidemic of either 
of these diseases. 


All food handlers, whether permanent, tem- — 


porary, or part-time help, have a food han- 
dler’s examination—consisting of inspection 


of the skin and mucous membranes, Schick 
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and Dick tests, smallpox vaccination, Wasser- 
mann test, Widal test for typhoid fever and 
nose and throat cultures for diptheria. 

Employees in the lower salary brackets may 
make use of the outpatient department if they 
desire, and are referred there either by their 
family physician or by the physician in charge 
of employees. Wherever possible, however, 
the employee is referred to his own physician 
or given a list of qualified men from which to 
choose for all illnesses not arising out of con- 
ditions of his employment. 

The problem of employee health is an ad- 
ministrative responsibility which has, in this 
case, been relegated to the sanitary officer for 
the hospital. In this way, all problems per- 
taining to personnel health are centralized. 

In conclusion, may I say that the same prin- 
ciple that applies to the successful operation 
of any function of the hospital must also apply 
here. Hospitals cannot expect this service to 
come as a donation from their medical staff. 
They must be willing to spend some money 
for proper supervision and direction as well 
as the cost of materials used. 

The final induction is: if it is of value to the 
staff and employees of the hospital, if it is of 
value to the administration, if it is of value to 
the management of the hospital—it therefore 
must be of value to the patient, and it is worth 
supporting in every manner necessary. 
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Meeting Calendar... 


Aug. 17-19, National Hospital association, 
Chicago 

Sept. 12-14, American Protestant Hospital 
association, Atlantic City 

Sept. 13-15, American College of Hospital 
Administrators, Atlantic City 

Sept. 15-19, American Hospital association, 
Atlantic City 

Nov. 12-13, Kansas Hospital association, 
Topeka 

Nov. ‘13-14, Oklahoma Hospital association, 
Oklahoma City 

~“— 4, Utah Hospital association, Salt Lake 

ity 


Tumor Clinics: For Illinois 

The state of Illinois has completed plans 
for placing tumor diagnostic facilities in hos- 
pitals throughout the state as an aid in the 
treatment and control of cancer. 
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Hint for Hot Weather : 


Hospitals without air conditioning some- 
times try to keep the building cooler by the 
use of double shades at each window. If you 
do this, remember to have the light colored 
shade near the glass to reflect the sun’s heat 
rays, the darker one toward the room to 
temper the light. 

Scientists at Armour Research Founda- 
tion, studying the effects of cloth window 
shades on room temperatures, found that 
light shades kept a room cooler because of 
reflecting the heat of the sun better. 

When the sun shines in the windows, keep 
them closed and both shades fully drawn. 
This will shut out as much as 65% of the 
heat which would otherwise come in via 
window, these scientists found. 

Shades should be hung to allow some 
space between them, since air-space con- 
tributes to the insulating effect. However, 
as air leakage from the outside allows heat 
to enter, good fit of shades is very impor- 
tant. One suggested way is to hang the 
darker shade on the face of the window 
casing, the light one inside the frame, having 
the dark one wider to overlap at both sides. 

e e 


Civil Service Applicants for 
Michigan Hospitals: Nil 

Michigan state hospital authorities face a 
serious labor shortage, reported the July 2 
Ann Arbor News. 

At the request of Governor Van Wagoner, 
a survey of relief cases was recently launched, 
to provide much needed manpower for kitchen 
help and nursing aides. 

Recent welfare department figures revealed 
a caseload of 31,362, of whom 5,271 were 
listed as employables. 


Radium Gift to U. of Arkansas 


The University of Arkansas hospital now 
has 50 mg. of radium at its disposal in the 
tumor clinic. The purchase was made pos- 
sible by a $600 gift to the school of medicine 
from the Elise A. Lake foundation, a gift 
of $600 from the state hospital of nervous 
diseases, and an additional sum from the 
school of medicine. 
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What Do YOU Say? 


1. How many times has the A.H.A. 
convention been held in Atlantic 
City, prior to this year’s meeting? 

2. What town in the U. S. boasts 
the highest birth rate? 

3. About how many artificial res- 
pirators are now available to polio 
victims in the U. S.? 

4. Who is frequently called the 
first writer on psychiatry? ; 

5. When did the A.M.A. first utter 
a request for a secretary of health in 
the cabinet of the President of the 
US.? 

6. How many cases of trachoma 
are there in Arkansas, as estimated 
by the number of blind now receiv- 
ing assistance through the State De- 
partment of Public Welfare? 

7. How old is New York's city 
health department? 

(See Page 35) 


Work for the Record Librarian 


It’s more than likely the record librarians 
have a busy time ahead. 

Millions of native-born Americans, it seems, 
have been barred from defense jobs because 
they grew up in an era when birth records 
were not so fully kept as they are today. 

To mend the matter, the War, Navy and 
Commerce departments have written to the 
various states asking them to issue a new 
and uniform “delayed birth certificate,” based 
on such prescribed evidence as doctors’ or 
hospital records, family Bibles, state census, 
baptismal or confirmation certificates, insur- 


ance policies, etc. 
e 


Education Pays: See 
Appendicitis Records 
A large life insurance company says its 
death rate from appendicitis among industrial 
policyholders has dropped from 14.4 per hun- 
dred thousand in 1929, to 8.9 in 1940. 
Besides improved diagnostic and surgical 
technic, mortality has been decreased by edu- 
cational campaigns teaching the public to call 
the doctor in the presence of abdominal pain 
and to refrain from laxatives, it is believed. 
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HODGE PODGE 


Random notes of this and that gleaned from hither 
and yon, to give a lighter touch to more serious affairs. 


by 
HARRY C. PHIBBS 


LL the world and his wife have become 

more “sports-minded” in recent years. 
And many sports and games have spread to 
many lands. The old Scots who used to play 
a game with sticks and a little gutta percha 
ball along the sandy reaches anent the sea 
started the game of “gowff” which has golfed 
its way into the affections and addictions of 
millions of people, and is pursued on count- 
less acres of land which much money has 
made into a semblance of the links along the 
Scottish coasts. 

It has woven into international use its Doric 
jargon of “cleek” and “mashie,” “divot” and 
“stymie,” “bogie,” and all the rest of it. Be- 
cause it makes the mechanical-minded Modern 
get off his wheels and exercise his legs, it has 
been of immense benefit, and long may its 
“par” tempt our “drivers” and “niblicks.” 


We used to think that the sport of kicking 
a larger ball around was the particular avoca- 
tion of the younger element in the British 
Isles, but it has spread its variants until we 
have soccer teams in Hungary and such for- 
eign lands, and our own style of football, in 


which the ball is the least thing that is kicked. 


Our favorite game of baseball is an Ameri- 
can glorification of the old English game of 
“rounders,” and even baseball has gone inter- 
national, being played with gusto and a certain 
skill by the Japanese. 


“What then,” you might ask, “is the most 
typical and original American sport?” I 
unhesitatingly reply, “The rodeo.” It origi- 
nated in America, only in America is it 
pursued. Down near the border, they put the 
accent on the “e.” Up above the Staked 
Plains, they emphasize the first “o,” but every- 
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where the accent is on action, fast, skilful, 
breath-taking action, with horse and rider, 
calf or steer, rope or Brahma bull. 

The rodeo or roundup is typically Ameri- 
can, even though New York sees it just once 
a year in Madison Square Garden. It is not 
only originally U. S. It is exclusively so. 

Sure it’s a rough and tumble sport and 
sometimes a fellow gets hurt. It takes not 
only nerve, but “knowing how” to play it. 


The favorite stamping ground of rodeo is 
anywhere in that vast land west of the Mis- 
souri, and from as far north as you can ride 
a horse to as far south as you can do ditto. 


Nearly every kid out there starts practicing: 
at it when able to toddle and twist a rope. 
Wherever two or three ranches run their 
boundary lines together, there will be times 
during the year when the boys, and sometimes 
the girls, will put on as snappy a little show 
as any railbird could want to see. 


In my favorite town of Cody, the folks play 
at rodeo all the time the snow is off the 
ground, so in order to give the big Fourth of 
July affair some stand-out, we call it “The 
Stampede.” It takes weeks to get ready for it, 
and days to get over it. 

This is strictly a home talent affair, and 
some of the boys get a contract to ride up into 
the high country basins where some wild 
horses can be rounded up. You would be sur- 
prised how many of the wild ones are up 
there—critters that never had a rope on them. 
Getting a bunch of these into a corral is some- 
thing of a show all by itself. 

The show starts off with a parade. First, 
old Cowboy John carrying the flag on a white 
horse. Behind him ride the Big Shots, the 
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Some young railbirds enthusiastically view the national sport. 
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Mayor, the Committee, with the biggest of 
hats, the brightest of shirts and silver-sugared 
saddles on their best behaved horses. 

The only foot marchers are next—that’s the 
high school band. And somewhere in front 
of them, riding a showy palamino, will be Col. 
Tim McCoy, fresh in from Hollywood to visit 
his ranch and his neighbors. 

Then come the Indians with the Chief in 
ceremonial bonnet, and the squaws and kids 
in a stage coach. After that—everybody that 
has a horse and high-heeled boots. 


When we get to the stampede grounds, the 
show starts off with some of the boys and girls 
doing an old-fashioned square dance on horse- 
back. Grand right and left, and everything. 

Now the real sport: the contests. Calf- 
roping, the white-face babies run like deer, 
the horses just as keen as the riders. Some- 
times the calf is roped and hog-tied in 15 
seconds. Sometimes he jumps through the 
loop and wins a round. 

The big contest is, of course, the bucking 


horse riding. It’s run according to strict rules, 
with judges marking points of technic. 


This is all what you might call “vacation 
stuff,” the top hands showing off skill acquired 
by daily practice on the job. The trick stuff 
is bulldogging, and that’s a nerve crackler, 
but the real danger is the Brahma bull riding. 
These hump-backed devils were imported from 
India, with the idea that they could be bred 
for some tick-immune beef, but they make 
Spanish fighting bulls look like sheep. But our 
boys don’t kill, they ride ’°em—showing that 
the saddle is mightier than the sword, or 
something. 


Oh shucks, you can’t describe a rodeo like 
a radio voice tells about a ball game. You 
must see it, with its color, dash, daring, to 
appreciate this exclusive U. S. sport. And if a 
rodeo never gets to your neighborhood, next 
time you make a trip, go west, and look at 
America and see a rodeo. It’s like hearing a 
band play “The Star Spangled Banner.” 


Rush Joins U. of Illinois 

The famous Rush medical school on June 
30 ended its 17-year-old affiliation with the 
University of Chicago. 

It’s all a matter of propinquity, we under- 
stand—the Rush trustees filed a friendly suit 
for transfer to the University of Illinois col- 
lege of medicine, because it’s so much more 
conveniently located. 

e e 


War and Medical History 

German bombs have done irreparable dam- 
age to the Royal College of Surgeons, the 
greatest pathologic and anatomic museum in 
the world, says a recent London letter to the 
A.M.A. Journal. 

Perhaps-to the living, it is not of such mo- 
ment that the oldest Egyptian mummy in the 
world, said to have died about 2900 B.C., was 
destroyed. But it is unfortunate that the in- 
valuable army medical war collection, formed 
after the last great war and containing plaster 
casts of every type of wound, had to be wiped 
out, along with the comparative osteology 
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specimens, numbering 4,000, acknowledged to 
be the finest in the world. Thousands of other 
valuable museum pieces “are no more.” 

The famous Hunterian collection, purchased 
by the government for $75,000, however, is 
believed to be safe, also Lister’s original sur- 
gical instruments. 
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Buerki Appointed to the Civilian 
Defense Committee 


With Dr. Robin 
C. Buerki as their 
spokesman, hos- 
pitals have ad- 
mirable repre- 
sentation on the 
new committee on 
medical aspects 
of civilian de- 
fense. The ap- 
pointment was 
from the Office of 
Civilian Defense and the U. S. Public Health 


Service, as recently announced. 
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PRODUCTS OF BAXTER 


VACOLITER SIMPLICITY 


e « provides greater safety in intravenous administration 


1, DISC IDENTIFIES SOLUTION. 
2. TEAR OFF METAL TAB. 

3. REMOVE DIAPHRAGM. 

4. INSERT VACODRIP, 

5. CLOSE SHUTOFF, INVERT. 


6. REGULATE FLOW. 


AUGUST, 1941 


Administration of parenteral solutions from the Baxter Vacoliter is 
simple.There are no complicated attachments; and no special precautions 
against contamination are necessary. 

Two depressions in the rubber diaphragm indicate that the vacuum is 
intact, and the solution, pure and uncontaminated. Purity, sterility 
and non-pyrogenic qualities are proved by 21 rigid chemical, biological 
(with laboratory animals) and bacteriological tests and inspections. 

Baxter solutions are available in a complete range of types, per- 
centages and sizes to meet every recognized professional requirement. 
Sodium Chloride, Dextrose, Ringers, Lactate-Ringers, Acacia, 4 Molar 
Sodium Lactate, Sulfanilamide, and Sodium Citrate. 


BAXTER LABORATORIES 
GLENVIEW, ILLINOIS; COLLEGE POINT, NEW YORK: ACTON, ONTARIO; LONDON, ENGLAND 
PRODUCED AWD DISTRIBUTED IN THE ELEVEN WESTERN STATES BY DON BAXTER, INC., OLENDALE, CALIFORNIA 


wDISTRIBUTED EAST OF ROCKIES BY 


AMERICAN HOSPITAL SUPPLY CORPORATION — 
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FACTS ABOUT FOOD 


General news about research facts, and 
what’s going on in the field of nutrition. 


Vitamins to Newfoundland 


Dried fish and potatoes—a monotonous diet, 
not to mention restricted, yet certain isolated 
Newfoundland families are said to have sur- 
vived for generations on it—to the wonder of 
zn incredulous and vitamin-conscious world. 

Just what the ef- 
fects are on teeth, 
eyes, bodily struc- 
ture, reproductive 
abilities and gland- 
ular activities will 
be the subject of a / 
years _investiga- 
tion by Ellen Mc- 
Devitt, chief tech- 
nician of the Vas- 
cular clinic of N. Y. Post-Graduate hospital. 

Intrepid Biochemist McDevitt will travel 
along the Newfoundland coast by boat in sum- 
mer, and in the winter make her investigative 
trips by dogsled. Tucked in her kit, in any 
case, will be a supply of synthetic crystalline 
vitamins and some portable chemical equip- 
ment to make tests on the island folk both be- 
fore and after administration of her pills 
and pellets, the clinic has announced. 


considerable number, without benefit of 
orange or tomato juice, but with daily feed- 
ings of pot liquor, had maintained “entirely 
satisfactory” serum levels of ascorbic acid. 
Their study showed that about half of the 


original content of this acid in turnip greens 


‘ and cabbage is destroyed by the usual cook- 


ing methods, in spite of which, liquor from 
turnip greens showed a concentration of as- 
corbic acid equivalent to that present in 
tomato juice, and about one-half as great as 
that of fresh orange juice. Pot liquor from 
cabbage, while less rich in the C vitamin, still 
contains enough to make it a valuable suppl:- 
ment when richer sources are not available. 


About four ounces of liquor from turnip 
greens meets the generally accepted daily re- 
quirement of an infant for 25 to 35 mg. of 
ascorbic acid, it is estimated. How long the 
greenery was cooked appeared to be the only 
variable making any significant difference in 
the amount of acid destroyed. The two-hour 
period was most satisfactory. Naturally, brass 
or copper dishes must be avoided, as even 
traces of copper catalyze the destruction of 
ascorbic acid. 

A liquor equally rich in Vitamin C can be 
obtained by cooking greens or cabbage in 


sae plain or slightly salted water, minus the pork. 
: And, incidentally, this libation of the South 
Wh ! 
should be used on the same day it is prepared, 
’ | Infants in Dixie or elsewhere thrive best as the vitamin content gradually decreases. : 
oad on the conventional dietary supplements of di 
, cod liver oil and tomato or orange juice. fh rie 
However, if these are lacking, due to finan. Pealth: a la Market Basket B. 
be Properly balanced meals appear too seldom pt 
outh, Mammy's old standby: on the American dinner table, so nutritionists el: 
pot liquor! It can be an effective substitute 4, the National Defense Program are busy 
as a source of Vitamin C. thinking up plans for improvement. em 
‘ Yes, the department of pediatrics in Van- One of the answers may be a “vitamin 
derbilt’s school of medicine took stock of a basket,” available to the housewife at the as 
large number of babies not long ago (South- grocery store, with all the necessary food br 


ern Med. Jnl., Feb. ’41) and decided that a stuffs for the day done up in packages pro- 
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DELICIOUS bread for b 
SAFE bread in wheat, mi 


SERVED IN MANY HOSPITALS 


oth patients and staff 
Ik and egg-free diets 


VALUABLE bread in low-calorie diets 


Because it is made simply of pure whole 
tye, water and salt, Ry-Krisp is a safe bread 
to include in wheat, milk and egg-free diets. 
Also a safe ingredient when crumbled and 
used as flour in preparing many wheat-free 
dishes. 

Ry-Krisp is indicated in low-calorie 
diets because each wafer yields only 23 calo- 
ries, furnishes 7 International Units vitamin 
B,, is an economical source of energy and 
provides bulk to help stimulate natural 
elimination. 

Baked by a special process to bring out the 
full rich flavor of rye, Ry-Krisp is as delicious 
as it is wholesome...a satisfying every-meal 
bread for your staff as well as your patients. 


Economical...Ready to Serve... 
48 3-ounce Wax-wrapped Packages 


ECONOMICAL ...4 wafers for only 1 cent 


FREE TO HOSPITALS! 


Allergy Diets ,.. including 
lists of allowed and forbidden 
foods and tested recipes for a 
variety of delicious wheat, milk 
and egg-free dishes. Also food 
diary making it easy to keep 
a day-by-day record of foods 
served the allergic patient. 


Low-Calorie Diets .,.1700 cal- 
ories for men, 1200 for wom- 
en. Allow weight-loss of 
about 4 pound a day. Wide 
choice of foods. No special 
cooking. Supply all dietary es- 
sentials with possible excep- 
tion of vitamin D. 


RALSTON PURINA COMPANY 
971C Checkerboard Square, St. Louis, Mo. 


Please send me samples of Ry-Krisp. 


Hospital 


copfes Allergy Diet 
copies Low-Calorie Diet 


Individual 


Address. 
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viding the essential vitamins and minerals, 
according to Helen S. Mitchell, director of 
nutrition, Office of the Coordinator of Health, 
Welfare and Related Defense Activities, who 
explained the plans recently to the State 
Nutrition Conference, meeting in Ithaca, N. Y. 

Packaged at varying prices to fit consumer 
demand, this ultra-modern version of the 
family market basket would also provide an 
answer to that thrice daily question mark 
which haunts the housewife. 

It may take a while 
before the plan gets 
tried out in some sam- ; 
ple city, though, be- 
cause first there must 
be pow-wowing between 
the nutritionists as- 
signed to the project, 
the grocers, the gov- 
ernment representatives 
and the large food 
distributors. 

At this same meet- 
ing, Paul Y. Cornell, 
co-ordinator of the 
milling and baking industries, and a member 
of the committee on food habits, said he is 
convinced that Hitler is withdrawing foods 
containing Vitamin B—the morale vitamin— 
from the people of the conquered countries to 
break down their resistance. 


THEY SAY THAT... 


Government expenditures for national de- 
fense will not reach a peak much before early 
1942. Therefore, it is a foregone conclusion 
that the stage is set for a prolonged period of 
record-breaking production and new all-time 
peaks in employment and purchasing power. 

This is all encouraging, but of course one 
change leads to another, and it stands to rea- 
son that serious repercussions and tremendous 
problems are inescapable. The problem of 
adequate production will in the course of time 
be solved, but the second problem, namely, 
the avoidance of inflation, is a horse of a dif- 
ferent color. 


The facts must be faced. Commodity prices 
did stay fairly well in line after the initial 
force of warfare was overcome. From Jan- 
uary 1, 1940, up to the turn of the year, the 
McGill Weekly Index of All Commodities ad- 
vanced only 2 per cent. However, during the 
first six months of 1941, the upswing measures 
no less than 13 per cent, and the march toward 
higher levels remains unchecked.—McGILL 
Commonirty SERVICE, INc., Auburndale, Mass., 
in August “Hospitals.” 


Every hospital is experiencing “employee 
difficulties” and worse problems can be ex- 
pected. We can’t prevent our employees from 
accepting better positions; in fact, not many 
of us want to hinder them when advancement 
is offered. Moreover, though none of us 
wants to be guilty of snatching another hos- 
pital’s employee, it is inevitable that, if a better 
position is offered in another institution, an 
employee will accept it. But there is one 
thing we can do and that is refuse to give 
positions to those who leave their former em- 
ployer without due notice-—BULLETIN, Mis- 
sour! H.A. 

ee 


Obviously, it is not possible nor even de- 
sirable for every hospital to conduct a school 
for attendants, nor is it possible at this time 
to supply an adequate number of properly 
trained attendants to meet the community 
needs for this type of service. However, I 
believe that it is the responsibility of hospital 
administrators and nursing leaders to estab- 
lish standards and train or develop a plan for 
the training of this group. Also included in 
our responsibilities is their direction and con- 
trol, either through state licensing or by what- 
ever means can be developed.—ANpREW C. 
JENSEN, Supt., Fairmont Hospital, San Lean- 
dro, Calif. 


I heard much of depressing conditions in 
the air raid shelters in London. I was aston- 
ished to find that in the worst of them, sanita- 
tion was much better than among our civilian 
families in a dozen booming defense areas I 
could mention.—SuRGEON GENERAL THOMAS 
ParraNn, U.S. Public Health Service. 
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SAFETY 


One of the most striking characteristics of Allonal is that it can safely be prescribed night 
after night, as required, without danger of cumulative action or morning-after hangover. 
The hypnotic component is destroyed promptly in the body and eliminated. Because of 
the synergism of its two ingredients, allyl-isopropyl-barbituric acid and acetophenetidin, it 
is neither a short-acting nor a long-acting hypnotic. One or two tablets can be counted on 
to bring 6 to 8 hours of refreshing sleep—even in the presence of pain. Allonal does not 


contain amidopyrine. +--+» HOFFMANN-LA ROCHE, INC. - NUTLEY, N. J. 


ALLONAL. SENSIBLE HYPNO-ANALGESIC 


AUGUST, 1941 
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PRESCRIPTION PAD 


Notes on new pharmaceuticals, new drugs, new 
methods. A page for the hospital pharmacist. 


New Hormone Product 


Upjohn announces Urestrin Capsules—the 
naturally occurring estrogens in purified 
form, obtained from urine of pregnant mares, 
and standardized by the Allen-Doisy method. 

Estrogenic substances stimulate growth and 
development of the Fallopian tubes, uterus, 
vagina and mammary glands. The ovaries are 
not stimulated by estrin. Maturity changes in 
the accessory sex organs, the contractility of 
the uterus, and also the periodic growth of 
the endometrium during the first half of the 
menstrual cycle are under the control of 
estrin. 

The ability of estrogens to thicken the 
vaginal mucosa and to cause a greater corni- 
fication of the cells form the basis of their 
use in infantile gonorrheal vaginitis. Estro- 
gens apparently inhibit the action of the 
anterior pituitary which finds therapeutic ap- 
plication in treating the vasomotor disturb- 
ances in the menopause. 

Urestrin Capsules are indicated in con- 
trolling the symptoms of the menopause, in- 
volutional melancholia, senile vaginitis, pru- 
ritus vulvae and gonorrheal vaginitis in chil- 
dren. 

Urestrin is supplied in bottles of 100 and 
500 capsules, 1,000 International units per 
capsule. The dose is one or two capsules, one 
or more times daily, as required. 


Synthetic Substance 
Recently Announced 


The new synthetic substance with a hor- 
mone-like action, Stilbestrol, is announced by 
Lilly. 

Stilbestrol is not related chemically to the 
natural estrogens, but it possesses their essen- 
tial pharmacologic and therapeutic proper- 
ties. It is recommended for the control of 
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symptoms occurring during the menopause, 
for the relief of senile vaginitis, for the con- 
trol of gonococcal vaginitis in children, for 
the prevention or relief of engorgement of the 
breasts during lactation, and for the suppres- 
sion of lactation. . 
Stilbestrol, Lilly, is supplied in ampoules, 
“Enseals” (enteric-sealed tablets), tablets, 


suppositories. 


Laboratory Tests in Vitamin 
K Deficiency 

Thromboplastin, Abbott, is a stable prep- 
aration of thromboplastin (or thrombokinase) 
prepared from animal tissue and sealed in 
vacuum ampoules to prevent deterioration. It 
is offered for use in making laboratory tests 
of prothrombin content of blood in conditions 
requiring Vitamin K treatment. 

Abbott’s Thromboplastin is supplied in 
boxes of 12 ampoules, each sufficient to make 
1 cc. of thromboplastin solution. 

Abbott’s Prothrombin Test Set, containing 
the necessary pipettes and tubes in a handy 
plastic carrying case, is available. 


Improvement in Counterirritation 

The topical application of methylcholine 
derivatives is of distinct merit for the relief 
of pain in such conditions as arthritis, sprains 
and contusions. 

Wyeth’s A-B-M-C Ointment contains ace- 
tyl-beta-methylcholine chloride, combined with 
menthol, thymol, eucalyptol and methyl] sali- 
cylate, in an emollient base. It is used as a 
rubefacient counterirritant to produce local 
dilation of the arterioles and capillaries, with- 
out undesirable complications. 

A-B-M-C Ointment is supplied in tubes of 
1 oz. each, boxes of 12. 
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uman Plasma 


Sealed under 


Vacuum | 


T IS with real pride of achievement that 
the Mulford Biological Laboratories of 
Sharp & Dohme have announced a practical 
method of making available to every physi- 
cian and hospital in this country one of to- 
day’s most important contributions to medi- 
cine—normal plasma. 


Twelve years ago, the Mulford Biolog- 
ical Laboratories undertook a program _ 
of cooperative research which led to 
refinement of a method of preserving 
labile biological substances—a unique 
process involving rapid freezing and 
vacuum dehydration from the frozen 
state together with preservation under 
vacuum. The full time of numerous 
investigators was devoted to research 
in this field before ‘Lyovac’ biological 
products evolved as a practical and use- 
ful contribution to medical progress. 


Today, ‘Lyovac’ Normal Human Plasma brings 
to every physician and hospital a dehydrated 
plasma which retains its therapeutic value 
and remains stable for at least five years. Res- 
toration to the fluid state is simple and rapid 
. . - pooled plasma obviates the necessity of 
typing or cross matching . . . it does not cause 
or increase hemoconcentration . . . the con- 
tent of antibodies, complement and coagulat- 
ing elements remains essentially unchanged 
from that of the original fresh plasma. 


HOW SUPPLIED 


In flame-sealed ampoule-vials to yield 250 
cc. of plasma when restored to original 
volume, together with a separately-supplied 
intravenous injection outfit. 


‘Lyovac’ NORMAL HUMAN PLASMA 


PHILADELPHIA, PA. 
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CLINICAL NOTES 


Each month this department will contain highlights from 
original sources or from current medical literature of special 
interest to hospital people-—Superintendents, Interns, Nurses 


by 
J. F. FLEMING, M.D. 


Egg White Linked with Deficiency 


According to recent reports, raw egg 
white contains an albumin-like substance 
which is capable of ingesting or destroying 
one factor of the Vitamin B complex. The 
new substance is tentatively called “avid- 
albumin” in view of its apparent hunger for 
the vitamin. It has been purified by a group 
of workers at Western Reserve and the Uni- 
versity of Texas. 

Despite its ability to destroy at least one 
vitamin component, the man who gets two 
eggs for breakfast has little to fear in this 
respect. The amount required to produce a 
deficiency disease is far in excess of the 
amount eaten by humans or animals. Also, it 
has been found that cooking destroys the 
anti-vitamin factor in the egg. The work that 
has been done thus far was all on test animals. 


Potassium as Allergy Aid 


Studies of the chemistry of the body of 
normal and allergic subjects reveal that there 
is some difficulty with potassium metabolism 
in patients with asthma, hay fever, urticaria 
and other allergic manifestations. Although 
the serum potassium may be normal, and in 
many cases even increased, the disturbance 
is in the exchange between the serum and the 
cells, with a resultant decrease in the tissue 
potassium. 

Parker, of Emory University, reports his 
results on 35 patients treated with potassium 
salts, and with 28 normal individuals also in- 
cluded in the study. He found that patients 
with asthma, hay fever and vasomotor rhinitis 
are generally benefited or completely relieved 
by the daily oral administration of a potas- 
sium salt. The chloride and the gluconate 
were used in his studies, and it was found 
that potassium gluconate is less likely to pro- 
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duce gastric irritation and is therefore 
preferred. 

The use of potassium gluconate is at least 
worthy of trial in allergic cases. In those 
patients who are most likely to benefit, favor- 
able response is usually noted within four or 
five days. 


Vitamin C Lost in Diarrhea 

In a study of Vitamin C absorption in in- 
fants, Arthur F. Abt and Chester J. Farmer 
observed that the vitamin is lost in the course 
of diarrheal conditions. They reported their 
finding in the Journal of Pediatrics, June 
1941. 

Even the normal infant excretes a small 
amount of ascorbic acid in the stool. When 
a cathartic is administered, large amounts of 
the vitamin are lost. 

During diarrheas, a considerable increase 
in the fecal excretion of Vitamin C is noted. 
Blood levels and urinary excretion of the 
vitamin remain low, even when large amounts 
are administered by mouth. 

e 
Transfusions without Typing 

The neutralization of the factors causing 
agglutination has always seemed to be the 
most logical answer to the blood typing prob- 
lem, but apparently no one has done any- 
thing about it until recently. 

Now a group in Buffalo have tried this 
method in 100 transfusions with success. The 
new development will probably make typing 
unnecessary. 

Witebsky and Klendshoj are credited with 
the work. They add “A” and “B” factors to 
“OQ” blood, thus inactivating the anti-A and 
anti-B factors and making the blood suitable 
for transfusion. 
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PERSONALLY SPEAKING... 


ARNOLD, W. E.—Appointed executive direc- 
tor of St. Luke’s hospital, Jacksonville, Fla., 
after many years’ service as president, treas- 
urer and member of the board of directors 
and executive committee. 

Cotton, Witt1am W.—Named supt. of the 
Florida Medical Center, Venice. 

CrawFis, Dr. Ewinc—Appointed acting 
supt. of Lima (O.) State hospital (See Turk). 

Dawson, WiLL1am A.—Hospital consultant 
of New York City, appointed office manager 
of Charity hospital, New Orleans, La. 

Doucuerty, R. L.—Acting supt. of Colum- 
bia (S. C.) hospital, since last year, named 
assistant supt. 

FLaNcHER, Dr. L. H.—Supt. and medical 
director of Sand Beach sanatorium, Lake 
Park, Minn., resigned May 6 (See Hendrick- 
son). 

Forp, Emma Lou—Former obstetrical 
supervisor at Good Samaritan hospital, Lex- 
ington, Ky., resigned to take over superintend- 
ency of King’s Daughters’ hospital, Ashland, 
Ky., Aug. 7. 

Func, Dr. Paut—Assistant administrator 
of Santa Cruz (Calif.) County hospital, re- 
signed to enter private practice. 

Gotton, WALTER J.—Supt. of St. Louis 
(Mo.) City hospital for the last eight years, 
resigned to become head of the University of 
Arkansas school of medicine hospital, Little 
Rock. 

Gorpon, KenneTH—Elected supt. of Greene 
County Memorial hospital, Waynesburg, Pa. 
He was formerly a district educator. 

Gray, Roxanna—Resigned as supt. of 
Cannonsburg (Pa.) General hospital, to be- 
come head of Homestead (Pa.) hospital, suc- 
ceeding Earl G. Rowley, resigned. 

Henprickson, Dr. R. R.—Medical director 
of Buena Vista sanatorium, Wabasha, Minn., 
named new head of Sand Beach sanatorium, 
near Lake Park, Minn. (See Flancher). 

Katman, Dr. ManueL—Appointed deputy 
medical supt. at Harlem hospital, New York 
City. He was formerly acting deputy medical 
supt. at Kings County hospital, Brooklyn. 


AUGUST, 1941 


KatzBerc, I. B.—Has taken over new 
duties as supt. of City hospital, McAllen, Tex., 
succeeding Mrs. Josephine Decker, resigned. 

KorsELL, MaBeL—Supt. of Itasca hospital, 
Grand Rapids, Minn., for the last seven years, 
resigned, effective August 1. 

LaBoE, Dr. Eowarp W.—Resigned as supt. 
of Lima (0.) District Tuberculosis hospital 
(See MclIdoe). 

LANDBERG, Eric G.—Appointed business 
manager of Grant hospital, Chicago, succeed- 
ing Harold K. Wright, on August 1. 

Lawson, Mrs. CHARLOTTE — Appointed 
supt. of Rutherford hospital, Murfreesboro, 
Tenn., succeeding Mrs. Martiel Sharpe, taking 
over her assignment August 1. She has been 
supt. of Haywood County Memorial hospital, 
Brownsville, Tenn., for the past seven years. 

Losu, Dr. Georce L.—Appointed manag- 
ing director of Robinwood hospital, Toledo, 
O., where he has served for a year as finance 
director. He succeeds the Rev. F. E. Strobel, 
who resigned last year. 

Lowrance, W. W.—Is now temporary supt. 
of Cherokee County hospital, Gaffney, S. C. 

Manninc, Mrs. Nora—Is new supt. of 
Vereen Memorial hospital, Moultrie, Ga., suc- 
ceeding Mrs. Pierina Egan. 

Mason, Dr. B. HENry—Resigned as supt. 
of Waterbury (Conn.) hospital, effective Aug. 
1. He has been head of the institution since 
1927. 

MclIpoz, Dr. R. B.—Formerly assistant 
medical director of Howell (Mich.) State 
sanatorium, is new supt. of Lima (0.) Dis- 
trict Tuberculosis hospital (See Laboe). 

Moreau, Mrs. Ann S.—Appointed assistant 
administrator of the Lawrence and Memorial 
Associated Hospitals, Inc., New London, 
Conn. 

NIELSEN, BeRTHA S.—Resigned as supt. of 
Sweetwater (Tex.) hospital. 

QuENNELL, Dr. L.—Appointed 
director of Union Memorial hospital, Balti- 
more, Md., succeeding Dr. Clyde W. Frost, 
deceased. He was for 20 years head of High- 
land Park (Mich.) General hospital. 


Rick, E_ste—Named supt. of Burlington 
(Wis.) Memorial hospital, succeeding Ruth 
Pilger, recently resigned. 
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Ritey, Georcra H.—New supt. of South 
County hospital, Wakefield, R. I. 

Roserts, Norman B.— Appointed ad- 
ministrator of Neurological hospital, Kansas 
City, Mo.,. going there from the Hinsdale 
(Ill.) sanitarium and hospital. 

Scurek, Mrs. Atma — Elected 
supt. of Greenville (Pa.) hospital (See Wig- 
more). 

STEPHAN, James W.—Former personnel di- 
rector of New Haven (Conn.) hospital, is 
assistant head of the institution. ~ 

Turk, Dr. Herman M.—Resigned as supt. 
of Lima (0.) State hospital, and has offered 
his services to the government (See Crawfis) . 

WicKENDEN, Homer—Recently took over 
assistant directorship of New York Medical 
College, Flower and Fifth Avenue hospitals, 
New York City. He was formerly a general 
director of the United Hospital Fund of New 
York. 

Wicmore, Mrs. Mary A.—Resigned July 1 
as supt. of Greenville (Pa.) hospital (See 
Schiek) . 

WorpDELL, CHaRLes A.—For the past 13 
years administrator of St. Luke’s hospital, 
Chicago, resigned to accept superintendency 
of Children’s hospital, San Francisco, and will 
take over. his new position Sept. 1. He suc- 
ceeds J. V. Buck. 

Wyman, Dr. Ranpotpu A.—Has assumed 
duties as administrator of Coney Island hos- 
pital, Brooklyn, N. Y. 

Younc, Dr. Cuartes H.—Appointed supt. 
of Stamford (Conn.) hospital, succeeding 
the late George F. Sauer. 

* 
Deaths 

Frost, Dr. DeWitt — Head of 
Union Memorial hospital, Baltimore, Md., 
died July 5 after a long illness. 

Etta E.—Supt. of Gerber Memo- 
rial hospital, Fremont, Mich., from 1922 until 
1924, died July 13. Aged 61 years. 


Abbott Establishes New Orleans 
Warehouse 
Abbott Laboratories, of North Chicago, II1., 


have opened a new office and warehouse at 
736 St. Charles St., New Orleans, La. Hospi- 
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tals and the drug trade in all of Louisiana and 
parts of Alabama, Mississippi and Texas will 
be served from this center. 

The depot will carry complete stocks of 
Abbott, D-R-L products and specialties, as well 
as newer research items. 

Manager of the New Orleans district is now 
F. C. Waggoner, former Abbott representative 
in Southeast Texas, and depot manager is 
Elmer R. Bubb, from the main office. 


NEWS NOTES... 


New Albany, Ind.—The new 100-bed “Sil- 
ver Crest” Southern Indiana Tuberculosis 
hospital was formally dedicated recently. It 
was built at a cost of $1,000,000, and will re- 
ceive patients from 40 Southern Indiana 
counties. 

New Orleans, La.—LaGarde General hos- 
pital opened June 14. This 1,000-bed insti- 
tution is one of the newest army hospitals. 

Watervliet, Mich.—One of the local resi- 
dences has been converted into a hospital 
opened for public inspection on June 8. The 
new institution has a capacity for caring for 
16 chronics and convalescents, and a like 
number of hospital patients. Included are 
facilities for laboratory, x-ray and physio- 
therapy. 

Ellenville, N. Y.—Veterans Memorial hospi- 
tal has opened a new technical laboratory, un- 
der the supervision of Walter J. Lyons, 
technician, who was formerly associated with 
Kingston City laboratory. 


Westinghouse Sun Lamp with 
Built-In Reflector 


The self-contained reflector of a new sun 
lamp just announced by the Westinghouse 
Electric and Manufacturing Company, Bloom- 
field, N. J., is particularly advantageous now, 
because of the scarcity of aluminum for re- 
flectors of the usual type. 

The metallic film used as the reflecting sur- 
face is coated on the inside of the bulb, where 
it is protected from corrosion and dust so that 
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the lamp maintains a high output throughout 
life, the manufacturer points out. 

The Westinghouse Mazda RS sun lamp 
operates directly from an ordinary lighting 
circuit without an auxiliary transformer or 
ballast, having instead a filament resistance 
mounted inside the glass bulb, and a starting 
electrode in the inner quartz tube. This makes 
it possible for the lamp to produce infra red 
radiation, as well as ultraviolet, to approxi- 
mate the quality of sunlight. Consuming 275 
watts, it operates A-C circuits at voltages of 
from 110 to 125. 


e e 
Goodyear Conductor Tires for 


Trucks: Important Safety Device 

Hospitals have a grave responsibility in 
offering patients protection against exploding 
ether fumes and other gases, and are there- 
fore much interested in trying out the Static 
Conductor tires for hospital trucks recently 
developed by Firestone engineers. 

Used on operating and instrument tables, 
elevating litter stretchers, beds and food 
trucks, each tire discharges static electricity 
harmlessly without sparking. Every one 
passes many tests before it is delivered, the 
manufacturer states. 

e 
Here Are Your Answers 
(See page 21) 

1. Six times. 

2. Green Bay, Wis., with an average number 
of 34 per thousand of population during 1940... 
just about double the nation’s average. 

3. At least 680. 

4. Aurelius Cornelius Selsus who, in the period 
25 B.C to 50 A.D., was a recorder of medical 
thought in Roman times. He was not a physician, 
but wrote as a scholar and observer on nervous 
disorders and the known types of insanity. 

5. Back in 1875. 

6. At least 3,000 cases. 

7. Last March was the 75th anniversary of its 
founding. 

ee 


OPPORTUNITIES... 


HOSPITALS—also medical practices—Western states— 
golden opportunities. Get details. F. V. Kniest, 1537 
South 29th, Omaha, Nebraska. 


SURGEON wanted—Fine western city—Sponsorship large 
hospital—general community, ete. “S-D.” F. V. Kniest, 
1587 South 29th, Omaha, Nebraska. 


PRACTICES—hospitals—furnished—and 
for doctors and dentists. binge for your wants. F, V. 
Kniest, 1587 So. 29th, Omaha, Nebraska. 


AUGUST, 1941 


for Maximum Yield 
of Plasma or Serum 


use BAXTER equipment 
The height of the Baxter Centri-Vac, 
and its small diameter make it ideal for 
the preparation of plasma or serum by 
centrifugation, a method which provides 
maximum yield. Completely closed tech- 
nique safeguards against contamination. 


AXTER TRANSFUSO-VA 


A completely closed system. 


PRODUCTS OF 
BAXTER LABORATORIES 
GLENVIEW, ILL, COLLEGE POINT, N. ¥., ACTON, ONT., LONDON, ENG 
PRODUCED AND DISTRIBUTED IN THE FLEVEN WESTERN STATES 
BY DOM BAXTER, INC., GLENDALE, CALIF. 
% DISTRIBUTED EAST OF ROCKIES BY 


AMERICAN 
HOSPITAL SUPPLY CORPORATION 


CHICAGO NEW YORK 


35 


3 
> 
i 
PRODUCTS OF BAXTER LABORATORIES 
| 
ae 
m << 
a 
Vacuum is mechanically induced, postive 
assurance that transfusion will not be inter- 
fupted by low vacuum — and that blood will 
“gemain vacuum-sealed. Precision valve con 
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HOW to doit... 


WHERE 


Without cost to you any of the literature, or details on the new 

[) equipment and products, listed below, will be forwarded promptly 
by a reliable manufacturer. This information is practical for your 
hospital. Order by number and address this magazine, 43 East 
Ohio Street, Room 1016, Chicago, IIl. 


No. 190. Not a Twist of 
the Wrist—But a Touch of _ 

the Thumb controls the 

flow of your intravenous 
solution, safely, speedily, 

and accurately, when the 

new Cutter Safticlamp is 

used. The rubber tubing 

may be inserted in the 
Safticlamp by convenient 

side slots, either before or _ 
after sterilization. The 

only advancement in the . 
metal shut-off for intra- “ 
venous tubing in years, the Cutter Safticlamp 
costs no more than any metal clamp. 

No. 25. Recipe Book and Food Charts. Tempt- 
ing and nourishing foods for the convalescent. 
Also a useful collection of charts showing the 
phosphorus, calcium calory and vitamin con- 
tent of various familiar foods. 


No. 172. Germicide — Fungicide — Antiseptic. 
An interesting illustrated folder describing the 
use of Mercresin in preoperative preparation, 
minor surgery and other fields wherever a 
——- antiseptic is needed. Also, dilution 
chart. 


No. 171. Practical Specifications for Surgical 
Blades. An interesting pamphlet describing the 
specifications developed and used by a well 
known manufacturer of surgical instruments 
for the past 20 years as a standard for their 
own blades. 


No. 5. Special Recipes and Food Lists for 
Wheat, Egg and Milk-Free Diets. 15 pages of 
recipes for special diet cases. This allergy 
diet book contains lists of foods to avoid and 
foods allowed in wheat-, egg-, and milk-free 
diets. Also general suggestions to aid the 
patient in avoiding forbidden foods. Low 
Calorie Diet Lists for 1200 and 1700 calories 
also sent upon request. 


No. 164. Requirements of Sterilization in Pres- 
sure Sterilizers. This booklet includes a blue 
print which is a “time and temperature” chart 
upon which is plotted the thermal death points 
at which organic life is destroyed. Liberal 
quotations from well known authoritative bac- 
teriologists are given. 
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No. 169. Safety Patches for Rubber Goods. Re- 
pair punctures and snags! Easy to use—takes 
just a minute. Makes gloves, bottles, sheeting, 
etc., last twice as long and cuts replacement 
expense. Samples sent to hospital superintend- 
ents or supervisors on request. 


No. 10. Manual of Surgical Sutures and Liga- 
tures. Complete information on all types of 
surgical sutures and ligatures of interest to 
every hospital superintendent, room supervisor, 
instructress and student. 40 pages. 


No. 82. Inventory Sheet of Food Supplies. 
Popular with chefs and storeroom men, be- 
cause it is a practical arrangement of food 
supplies purchased by hospitals. Very handy 
for inventory purposes. 


No. 177. Cheese Uses. Of direct interest to 
dietitians is this three-unit offer, which includes 
a card index and 42 tempting cheese recipes, 
which is supplemented each month; a sand- 
wich recipe packet and an interesting booklet 
entitled “The Romance of Cheese.” 


No. 191. Human Plasma and Serum Preparation 
Using Baxter Techniques is the title of an inter- 
esting, illustrated booklet issued by the Ameri- 
can Hospital Supply Corporation. It describes 
the use of the Baxter Centri-Vac, a vacuum con- 
tainer which can be used for preparing plasma 
either by sedimentation or centrifugation meth- 
ods. Therapeutic indications for the use of these 
two remarkable agents and an extensive bibliog- 
raphy add to its value. 


No. 192. New Soda Lime Dispenser. With this 
new dispenser, there’s no heavy pail to lift and 
tip when you fill your Soda 
Lime canisters. Simply 
clamp the pail firmly in 
place and it’s ready to 
pour. And—with apologies 
to that famous coffee- 
maker—it’s good to the 
last drop in the pail. These 
dispensers supplied free of 
charge to hospitals and 
other large users of Soda 
Lime. Write us for details. 


(Continued on following page) 
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MISS THIS OPPORTUNITY! 


Your choice *19° 


We ship prepaid in U.S.A. one handsome metal wall cabi- 
net with complete filling of paper cups. Choice of either 
crisp, round, flat-bottomed AERO or unique, thrifty, wedge- 
shaped AJAX. State preference: send name and address with 
cash, check or money order for $1.00 today to Division 
nearest you! 


ADDRESS DEPT. E-8 


LOGAN DRINKING CUP CO. 
68 PRESCOTT ST., WORCESTER, MASS. 


PACIFIC COAST ENVELOPE CO. 
416 SECOND ST., SAN FRANCISCO 
Divisions of United States Envelope Company 


AERO 


SANITARY PAPER DRINKING CUPS 
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HOW to do it... 
WHERE to get it 


(Continued fiom page 36) 


No. 156. Clinical and X-Ray Lab- 
oratory Technique Courses, 
including basal metabolism, 
electrocardiography with corre- 
lated physiotherapy training are 
fully explained in a new illus- 
trated brochure, which will be 
sent you upon request. 


No. 188. Floor Polishing and Scrubbing. When 
you are in need of a floor polishing and scrub- 
bing machine for your institution, that is as 
“quiet as a kitten,” all you have to do is 
address a request to this magazine (see 
top of page 36) and ask for a circular describ- 
ing the Silent Huntington Hospital Type Floor 
Machine. 


No. 148. Wolfson’s Martel Clamp. Reprint of 
fully illustrated article from the American 
Journal of Surgery, describing the Improved 
Martel Clamp for colon resection. 

No. 160. Glass Coffee Brewer. 16 page illus- 
trated booklet presents complete line of equip- 
ment for every hospital need. With time and 
temperature under control, and contact with 
metal avoided, the coffee is more appetizing. 


No. 46. Anatomical Drawings in Coler.- A 
bocklet containing a series of anatomical 
drawings in color prepared by a famous ar- 
tist and selected for the particular interest 
of the nursing profession. [deal for teaching 
purposes. 

No. 185. Used X-ray Films. If you have an 
accumulation of used x-ray films, your request 
to our address (at top of page 36) will bring 
an offer from a reliable buyer. Small quanti- 
ties, as well as the largest, are purchased. Top 
prices are paid. 


No. 187. Pressure 
Control Regula- 
tor. The new 
Puritan Oxygen 
Regulator is ex- 
ceptionally com- 
pact and light 
weight, weighing 
only 3 pounds, 10 
ounces. One set- 
ting of the flow 
meter will deliver 
contents of a 
compressed gas 
cylinder without 
fluctuation in rate of flow. While flow meter 
is calibrated for pure oxygen only, the unit 
may be used with the most common mixtures 
of helium-oxygen and carbon dioxid-oxygen, 
and the required setting for a desired flow 
determined by referring to a conversion table 
accompanying the regulator. 
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No. 190. Fluids, Whole Blood and Plasma. A 
40-page manual (spiral-bound for easy read- 
ing) with unusual and interesting illustrations 


on every page. Following are some of the 
subjects touched upon: Why transfusions and 
plasma; some important facts about plasma; 
how to make a blood and plasma bank in the 
same operation with the filtrair sedimentation 
haemovac; and when all else fails—Sodium 
Arabinate. 


No. 159—A Bronchodilator and Vasoconstrictor. 
An interesting circular describing the pharma- 
cological properties of a synthetic analogue of 
ephedrine which is practically free of the symp 

tomatic disadvantages accompanying the use o 

ephedrine, such as nervousness, insomnia, 
motor-restlessness and nausea. Of value in re 
lieving bronchial spasms of hay fever, asthma 
and respiratory tract infections and in nasal 
congestion. 


No. 189. Hot Food Table. The drain on food 
profits;is what this hot food storage table is 
designed to eliminate. Features: Food is held 
at proper serving : 
temperature 
which, without 
continuing the 
cooking process 
will,;keep its fresh 
cooked fiavor and 
appearance for 
the longest pos- 
siblestorage 
time. Economical 
to operate, inex- 
pensive to install 
—economical to 
maintain. Equipped with 
receptacles, designed to rec 
ard jars and pans. 


ectrically heated 
= food in stand- 


No. 143. Glove Sterilization Suggestions. Th 
most recent material compiled for the benefit 


of operating room supervisors on the care and. 


sterilization of surgical gloves. Printed o 
heavy card board suitable for wall hanging. 4 
No. 147. Maximum Service from Syringes} 
Needles, Thermometers. A 48-page booklet 
that is a valuable, ready reference in the selec- 
tion and care of syringes, needles and ther- 
mometers. Suggestions for the best means of 
securing long service after purchase. l 


No. 180. Airfoam Pillows. Ideal for the re 
gic or bedridden. Can be washed readily, aire 

and sterilized. The porous cellular latex is 
self-ventilating, prevents dampness; does not 
create or exude dust or lint; odorless and com- 
fortably adjustable. Cools quickly and’ never 
rises above room temperature. Illustrated 
folder sent upon request, giving further details. 


No. 181. New Powerful X-ray Apparatus. An 
8-page brochure illustrating and describing a 
new 1941 all-service shock-proof x-ray appara- 
tus, very compact and powerful, capable of 
being installed within surprisingly limited 
space in hospital or clinic. 
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HOW TO SAVE MONEY 
ainlessly / 


Begin Today — Adopt This New 
Flexo Cotton Elastic Bandage 
—At New Low Prices 


FLEXO—Our New Cotton Elastic Bandage—con- 
tains no rubber. It is finest quality, despite the 
lower price—properly woven for correct compres- 
sion and support. 

Flexo will not chafe nor ravel. Stretched, its 
length is about six yards. It may be laundered and 
used again and again. 

You'll like Flexo—everyone who’s used it does. 
You'll prefer it because Flexo does its job well— 
and at lower cost. Try it! 


Full Range of Sizes—Low Prices 


Dozen Gross, Each, 
Width Price Per dz. Trial 
2 inch $4.20 $4.00 $0.40 
214 inch 5.10 4.60 0.50 
3 inch 5.70 5.15 0.60 
34 inch 6.60 6.30 0.70 
4 inch 7.80 6.75 0.80 
5 inch 9.30 8.40 0.90 
6 inch 11.10 10.00 115 


Order An Assortment Now 
Prompt Shipment 


SURGEONS’ INSTRUMENTS Binss/ HOSPITAL SUPPLIES & EQUIPMENT 


OGDEN AVE. ~ VAN BUREN end HONORE STREETS 
CHICAGO, ILL. 


AUGUST, 1941 


\MPERIAL 


Vacuum Cleane 


This powerful Premium Commercial Vacuum 

Cleaner is ideally suited to hospital needs. 

It’s designed for quick and thorough cleaning 

ae — yet it operates so quietly a 

Y patient in an adjoining room 

: will never hear it. Sturdily 

constructed for years of 
trouble-free service. 


SPECIFICATIONS 


MOTOR—*; H. P. 
HEIGHT—28 inches 
DIAMETER—19 inches 
WEIGHT—58 pounds 


ELECTRIC VACUUM 
CLEANER CO., INC. mation! 


1750 Ivanhoe Rd. © Cleveland, 0. 


WE BUY: 


Any Quantity 
At Top Prices plus 
Transportation. 


FILMS 


Purchasers of Used X-Rays for over 20 years 
from leading hospitals. Among them: Johns 
Hopkins Hospital, Ann Arbor University, 
Cook County, Philadelphia General. 


Rated: Dun & Bradstreet 


When ready to sell your accumulation, 
communicate with us. 


Prompt Remittance. 


—--USE THE COUPON-—- 


GERING PRODUCTS, INC., 
Kenilworth, N. J. 


PLASTICHE 
MATERIA 


Without obligation to us, please send your offer 


Ibs. of used X-ray films. 

Name 

Hospital 

Street 

City State. HTB 8-41 
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*{ don’t believe the civilian (hospital) 
requirements will be neglected in future 
considerations, providing there is no evi- 
dence of hoarding and speculation.” This 
statement comes from the office of the 
Surgeon-General. 


Hospitals and hospital associations recog- 
nize the need for avoiding highly competi- 
tive buying of equipment and supplies. 
Such out-of-hand buying may cause unfair 
distribution, create “bottle-necks,” force 
price advances. In these times of threat- 
ened shortages, the hospital world must 
avoid any accusation of “hoarding and 
speculation.” 


Member firms of Hospital Industries Asso- 
ciation are doing all they can to cooperate 
both with Government and with their val- 
ued hospital customers. Please don’t hesi- 
tate to discuss your purchasing plans and 
problems with representatives of H. I. A. 
firms — you can rely on their correct 
information and sound advice. 


Known Known 
Brands we Quality 


HOSPITAL 


membership 1941 


A. S. Aloe and Company St. Louis, Mo. Doehler Metal Furn. Company New York City Midland Chemical Company Dubuque, low. 
American Hospital Supply Corp. — Chicago, Ill. Dunlop Tire and Rubber Company Buffalo, N. Y. Modern Hospital Publahing Co. Chicago, iL 
American Laundry and Machine Co. Eichenlaub‘s Pittsburgh, Pa. National Lead Compan: New York City 
Cincinnati, Ohio J. H. Emerson Company Cambridge, Mass. Ohio Chemical and fo. Co. Chicago, Illinois 
American Machines and Metals, Inc. Faultiess Caster Corporation Evansville, Indiana Oxygen Equipment G Service Co. Chicago, Ill. 
East Moline, IIlinois Finnell System, |! Elkhart, Indiana Parke, Davis and Company Detroit, Michigan 
American Radiator and Standard Sanitary Corp. J. B. Ford Sales Company Wyandotte, Michigan Physiciéns’ Record Company _— Chicago, Illinois 
Pittsburgh, Pa. General Cellulose Co., Inc., The Garwood, N. J Puritan Compressed Gas Corp. Chicago, Illinois 
American Rolling Mili Co Middletown, Ohio General Electric X-Ray Corp. Chicago, Illinois Pp Steel Corp Cleveland, Ohio 
American Sterilizer Company Erie, Pa. General Foods Sales Co., New York City Rhoads and Company Philadelphia, Pa. 
Angelica Jacket Company St. Louis, Mo. Goodall Worsted Company New York City Will Ross, Inc. Milwaukee, Wisconsin 
James L. Angle Furn Co Ludington, Michigan Frank A. Hall and Son New York City W. B. Saunders Company Philadelphia, Pa. 
Applegate Chemical Company Chicago, Illinois Hanovia Chemical Company Newark, N. J. Scanlan-Morris Company Madison, Wisconsin 
Armstrong Cork Company Lancaster, Pa. Hill-Rom Company Batesville, Indiana Schering and Glatz, Inc. New York City 
Bard-Parker Company, Inc. Danbury, Conn. Hillyard Sales Co. 3 , Missouri F O. Schoedinger Columbis, Ohio 
Bassick Company, The Bridgeport, Conn. Hobart Manufacturing Company Troy, N.Y. Schwartz Sectional System Indianapolis, Ind. 
Becton, Dickinson and Co Rutherford, N. J Holtzer-Cabot Elecfric Co. Boston, Mass. Ad. Seidel and Sons Chicago, Illinois 
Bruck’s Nurses Outfitting Co., Inc N Y City Hospital Equipment Company New York City John Sexton and Company Chicago, Illinois 
Burdick Corporation, The ‘Milton, Wisconsin Hospital Management Chicago, Illinois Shampaine Company St. Louis, Mo. 
Burrows Company, The Chicago, IIlinois Hospital Topics and Buyer Chicago, Ilinois Snow-White r-veccnnte Mfg. Co. Milwaukee, Wis, 
Carolina Absorbent Cotton Co. Charlotte, N. C. Huntington Lab a Ind. The Simmons Company Chicago, Illinois 
Castle Company, Wilmot Rochester, New York Inland Bed Company ‘Chicago, Ilinois Spring-Air Mattress Company Holland, Mich. 
Citrus Concentrates, Inc. Dunedin, Florida International Nickel Co. New York City E. R. Squibb and Sons Co. New York City 
Clark Linen Company Chicago, Illinois Jameison, Inc. Chicago, Illinois Standard Apparel Company Cleveland, Ohio 
Clay-Adams Co., Inc. New York City Jarvis and Jarvis, Inc. Palmer, Mass. Standard Electric Company Springfield, Mass. 
Colgate-Palmolive-Peet Co. Jersey City, N. J. Johnson and Johnson New Brunswick, N. J. Stanley Supply Company New York City 
Warren E. Collins, Inc. Boston, Mass. H. L. Judd Co., Inc. New York City Thorner Brothers New York City 
Colson Corporation Elyria, Ohio Henry L. Kaufmann and Co. Boston, Mass. Union Carbide Company New York City 


Continental Hospital Service, Inc. Cleveland, O. Kelley-Koett Company 


Covington, Kentucky United States Gutta Percha Paint Co. 


Crane Company — Chicago, Illinois Kenwood Mills Albany, New York Providence, Rhode island 
Cutter Lab Berkeley, California Kent Company, Inc., The Rome, New York U. S. Hoffman Machinery Corp New York City 
F A. Davis nll Philadelphia, Pa. Kitchen Katch-All Corp. Greenwich, Ohio Vestal Chemical Laboratories, Inc. St. Louis, Mo. 
Davis and Geck, Inc. Brooklyn, N. Y. Lewis Mfg. Co—Bauer G Black Chicago, Ill. C. D. Williams and Company Philadelphia, Pa. 


Denoyer-Geppert Chicago, Illinois Samuel Lewis Company, 

J. A Deknatel and Son, Inc. Marvin-Neitzel Corporation 
Queens Village, L !., New York Meinecke Company 

DePuy Manufacturing Company Warsaw, Ind. The Mennen Company 


New York City Williams Pivot Sash Company Cleveland, Ohio 
Troy, New York Wilson Rubber Company Canton, Ohio 
New York City Max Wocher and Son Co. Cincinnati, Ohio 

Newark, N. J. Zimmer Manufacturing Company Wardaw, Ind. 


NEWEST MEMBERS 


S. Blickman, Inc., Weehawken, N. J. 
40 


Pioneer Rubber Company, Willard, Ohio 
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N THE OPERATING ROOM—in the conta- 
| gious ward—wherever mistakes may 
prove costly, it pays to know that in 
requisitioning disinfectants, you get what 
you ask for! 

When you ask for Lysol, you are en- 
titled to get Lysol—not a substitute that 
someone may believe is “just as good”. 


Be sure you get what you ask for—the 
one and only genuine Lysol disinfectant. 


Why it pays to insist on Lysol 


I. Lysol is effective— phenol coefficient 5. Kills all 
kinds of microbes that are important in disinfection 
and antisepsis. 


2. Lysol is non-specific—effective against ALL types 
of disease-producing vegetative bacteria. (Some 


other disinfectants are specific... effective against 
some organisms, less effective or practically ineffec- 
tive against others.) 


3. Lysol is economical —can be diluted 100 to 200 
times and still remain a potent germicide. (In bulk, 
Lysol costs only $1.25 per gallon—on 50-gallon mini- 
mum yearly contract, delivered 10 gallons at a time.) 


4. Lysol is harmless to rubber gloves, sheeting. 


5. Lysol helps preserve keen cutting edges of instru- 
ments—when added to 
water in which they 
are boiled (0.5% solu- 
tion). Prevents corro- 
sion. 


6. Lysol is efficient in 
presence of organic mat- 
ter—i.e., blood, pus, 
dirt, mucus, etc. 


BUY LYSOL IN BULK 


HOW TO ORDER LYSOL 


AMERICAN HOSPITAL SUPPLY CORP. 
1086 Merchandise Mart, Chicago, Ill. 


ECKHARDT PHYSICIANS & SURGEONS 
SUPPLY COMPANY 
Littlefield Building, Austin, Tex. 


IN BULK 


The sale of Lysol in bulk for institutional purposes is restricted to the 
following hospital supply organizations: 
JAMISON SEMPLE COMPANY 
419 Fourth Ave., New York 
e 


° STONE HALL CO. 
1738 Wynkoop St., Denver, Col. 


STRIEBY & BARTON, LTD. 
912% E. Third St., Los Angeles, Calif. 


SURGICAL SELLING COMPANY 
139 Forrest Avenue, N. E. 
Atlanta, Ga. 

e 
Address inquiries regarding orders, 
shipments, etc., to any of the fore- 
going distributors or direct to 
LEHN & FINK PRODUCTS CORP. 
Hosp. Dept. H.T.B.-841 
Bloomfield, N. J., U.S. A. 
Copr. 1941 by Lehn & Fink Products Corp, 
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@ Iletin (Insulin, Lilly) preparations are in every respect prod- 
ucts of research. The methods of manufacture are the result of years of 
ceaseless investigation leading to improvements in production, to in- 
creased purification, and to better standardization. The physician may 


have his choice of... 


Iletin (Insulin, Lilly) 


Iletin (Insulin, Lilly) specially prepared as Solution of 
Zinc-Insulin Crystals 


Protamine, Zinc & Iletin (Insulin, Lilly) 


SLi LILLY: AND 


PRINCIPAL OFFICES AND LABORATORIES @ INDIANAPOLIS, INDIANA, U. S. A. 
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In the chemical research labor- 
atory, a quick eye and expert 
fingers measure the quantities of 
solutions in fractions of drops. 


NEW FRONTIERS 


Within Four Walls ..... 


The four walls of the laboratory do not a prison make for the vision of 
the inspired worker in search for new frontiers in medical progress. 
From his retorts and crucibles issue new ways and hitherto unknown 
measures for the alleviation of disease and for its prevention. To 
the earnest search for new and improved medicinal substances 
the Warner Institute for Therapeutic Research is dedicated. The 
results of its exploration in the field of purely scientific research 
are presented in the reports published from time to time. To make 
available its discoveries in therapeutic products to the physician and 
pharmacist, is the privilege of William R. Warner & Co., Inc., a world- 


wide organization, with laboratories and agencies in 75 countries. 


113 West 18th Street, New York, N. Y. e 404 South 4th Street, St. Louis, Mo. 


WILLIAM R. WARNER & CO., INC. 
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HOME COOKED GOODNESS 
Gli and Shessrres. 


Prime favorites among the wide assortment of Edel- 
weiss jellies and preserves are old-fashioned bitter 
orange marmalade, currant jelly and tomato preserves. 
They bespeak the quality nurtured into every variety. 
All are made in Sexton Sunshine Kitchens—cooked in 
small batches assuring a flavor and delicacy comparable 
only to that produced by the most expert and exacting 
culinary artist. 


© 1941 JOHN SEXTON & CO. 


SEXTON FINE QUALITY FOODS 
es FOR RESTRICTED DIETS 


ALL packed without sugar or seasoning. FRUITS packed 
in the NATURAL JUICE of the FRUIT. 


Analyses On Every Can 
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